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easily cleansed.    The upper portion of the walls and the ceiling of every such
milk store shall be so constructed as to be capable of being easily cleansed.
(15)  The floor of every milk store shall be well paved with concrete, grano-
lithic or other material approved by the Local Authority,  and so constructed
as to be impervious to water or other liquid.    No inlet to any drain shall be
situated within a milk store.
(16)  The shelves erected in every new milk store shall be constructed of some
smooth impervious material such as cement concrete, and shall be so constructed
as to be capable of being easily cleansed.    Such shelves shall be set so as to leave
a space between the back of the shelves and the finished surface of the walls.
(17)  Every milk store shall be properly lighted by a sufficient number of
windows in the walls or roof thereof.    The windows shall be constructed so as to
open, and on the windows or other openings there shall be fitted metal gauze net-
work or similar durable material so as to prevent, as far as possible, the entrance of
flies, dust or other impurities.    The windows of every milk store and milk shop
shall be so placed as to secure the efficient lighting of every part of the interior
of such milk store or milk shop, and the window panes shall at all times be kept
thoroughly clean.   Every milk store and milk shop shall be provided with through
ventilation to the satisfaction of the Local Authority.
Pertaining to Dairy Premises Generally
(18)  Every dairy shall be provided with proper appliances for the regular and
effective use of water in maintaining general cleanliness in the dairy, and also with
efficient means to the satisfaction of the Local Authority, whereby a plentiful
supply of boiling water or steam will be available for washing and scalding all
utensils and appliances used in connection with the dairy.
(19)  Every dairy shall be provided with an adequate supply of pure water,
either within or near to the dairy, for the use of the animals therein and for the
cleansing of the premises and of the vessels used.
(20)  Every dairy and every yard and passage in connection therewith shall be
drained to the satisfaction of the Local Authority.
(21)  The walls and ceiling or interior of the roof of every cowshed or byre,
milk store and milk shop shall be kept at all times thoroughly clean.   'Where the
ceiling or interior of the roof and the walls of a milk store or milk shop and
the walls  of a cowshed  or byre  are not painted or varnished they shall be
thoroughly lime-washed at least twice in each year (exrcept the portion of the wall
that is  covered with smooth,  impervious material), namely,  in or about the
months of                and                and at such other times as may be required by
the Local Authority.   The trevisses of a cowshed or byre shall also be thoroughly
cleansed at the same times.   "Where the walls are painted or varnished, the paint
or varnish shall be washed as often as required to keep the same clean, and shall
be renewed at such times as may be required by the Local Authority.
(c) Prevention of Impurities in Milk intended for Human Consumption, and
Securing the Cleanliness and Health of the Cows, and the Cleanliness of the
Persons and Clothing of those Engaged or Assisting in the Business, and of
the Milk, Cows, Dairies, Sculleries, Boilerhouses, and all Utensils, Vehicles,
and Vessels used for the Reception, Conveyance, Storage, or Sale of Milk.
(22)  No dry fodder shall be given to cows in a cowshed or byre during the
process of milking or for a period of one hour before milking begins, or so long
as milk is contained in any vessel in such cowshed or byre.  No fodder, roots;
grain, or feeding stuffs shall be stored in any cowshed or byre nor shall straw or
other material be placed on rafters or stalls over the cows.
(23)  No cleansing, sweeping, or dusting operations shall be carried on in a
cowshed or byre, immediately before or during the process of milking, or in any
part of a dairy where milk is contained in an uncovered vessel.    At other times,
when such operations are carried out, means shall be taken to allay and keep down
dust.
(24)  No material shall be used as bedding for the cows in a cowshed or byre
that has been previously used as bedding for horses or other animals, nor any
wool refuse,  or other material likely to  convey impurities to the milk.    No
material that has been previously used as bedding for horses or other animals
shall be placed in the grips or channels.